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Copper tin* name .ilonc iiMii hates on ()IM'\ riiiiid a 
metal ot almost evtrl.i^t iiiv; dnr.iMeness — a 
nielal that h.is l>een in (ommoii use amon^ the 
more civili/ed nations siruc tfie earliest dawn 
of histor\ . 

Copper a metal that is impervious to the actions of 
the elements .i metal whose a[)[)earan(e im- 
proves with its \(>ars ot ^rviee. 

What lould <ul<l more t( » f li«- \ alue .md attractive- 
ness ()[ a hmldini; th.m a ( Opinr Shingle or 
Spanish I ile root in itsa^ed color/ 



pPBMHE use of Copper for roofing has been 
I I 1 restricted by the assumption that on 
I j ^cc^^^^t of its cost, being higher than 

that of numerous other materials used 
for roofing, a copperroof was practically a luxury 
and too expensive for ordinary use. That copper 
is the ideal roof covering from every view-point 
has always been recognized. 

Careful and exhaustive investigation has 
proved that copper of the highest grade converted 
into a properly constructed Shingle or Tile can 
be made available to the Home Builder at a cost, 
in many cases, less than that for slate or clay-tile. 
To consummate this result has been the aim of 
two experienced and reliable factors: 

Detroit Copper & Brass Rolling Mais, 
Detroit, Michigan, 

for upwards of forty \ears one of the largest and 
most prominent manufacturers of Sheet Copper, 
produce and furnish sheets of the most suitable 
character from copper of the highest grades 
procurable, thus insuring metal of the finest 
(jualitv . 

The Edwards Manufacturing Company, 
Cincinnati, Ohio, 

one of the oldest and largest manufacturers of 
Sheet Metal Roofing, convert this sheet cop- 
per mto varied designs of Shingles and Tile,7 
none of which are experimental; designs whkh 
are proixrly c(instructed in everv respect'^nd 
are known and have \nvn in use amPstood the 
test for man> >cars, giving entji€^atisfaction 
an(l hvmg ui) to every claim ad/knced for then 

{ ontrary to general beli " 
expensive. It may apjjear e 
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cost per years of service it is the cheapest of all 
roof coverings. The initial cost is naturally 
higher than that of some other materials used 
for roofing, but the first cost is the only cost 
of a roof of "Edwards*' Patented Interlocking 
Copper Shingles and ('()i)per Tile. There are 
no up-keep costs, ncj re[)airing, painting or 
replacing. The elements have no effect upon 
them only changing their color to a heautitul 
copperas gn^en. riie\ add di-^tiiR tioii to an\' 
structure with a charm and heautv that endures. 
This root will outlast the structure it beautifies 
and prote( t>. 

It is worthv of (ornment that when \\w 
structun* is linalK r.i/ed tlie (()|)[kt root will 
hav(* a salvage value ot in the neighborhood of 
one-third ot its ( o^t . 

In ottering onr Shingles and Spanish Tiles of 
(\)p(>er we plate within Nour reach tlu' longest- 
la^ t iiii; a-> u< 11 ii- inn- 1 attra( five a|)[)earing root 
covering ot the prornt da\ . tliey being suitable 
for anv t\pe ot building that lias roof |)itch of 
one-fourth or greater. 

Owing to their moderate weight, which ranges 
fr(Hn cSO to 175 pounds to the s(|uare. de()endent 
on the st\le, no >pe( ial t on-^trut t mn nor roof- 
braring is recjuired. 

dtieir application is ver\ -implt- and 
surprisingly rajyid. l^ai h Shingh* and Spanish 
Tile is e(|uii)i)ed with an ititerlocking device, 
which device provider for the expcUision and 
contraction of the metal during climatic changes, 
for tlie covering of the nails and nail holes and 
reduces tlie cost of application to a minimum. 
^^ To harmoni/e with the Shingles and Spanish 

^'<^ Tile we nicUUifacture suitable trimmings which 
"^ >l^^help considerably in adding to the Uaufv of the 
S^l^pof aii(i their use is ruiDmmen^ed. 




liliirif li-li mnl'i^t^ilfililliiiiMitiT m, tt» ■ 



miiLm 



;i^^ 



j^ 



REALIZING THE NEED FOR SHINGLES WITH DESIGNS TO CONFORM WITH THE VARIOUS ORDERS 

OF ARCHITECTURE WE MANUFACTURE A WIDE SELECTION OF PATTERNS WHICH PERMIT OF 

AN EVERLASTING COPPER SHINGLE ROOF ON A BUILDING OF ANY PERIOD. 
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Roman' Copper Shingles 



Size 10 X 14 inches 
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Here is a decided novelty — a 
pattern that will enhance the 
appearance of any building. 

As its name implies, tiles of 
this pattern helped to make the 
Roman villages of twenty cen- 
turies ago the mar\^els of beauty 
that they were. 

The deep depressions of the 
design form a large dead air 
space under each shingle, more 
effectually keeping out the heat 
of summer and the cold of 
winter. 

The Edwards Interlocking 
Device makes joints at both 
ends and sides so firm and secure 
that water positively can not 
work in and wind can not work 
them loose. 
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A COPPER SHINGLE OR SPANISH TILE ROOF IS AN INVESTMENT AND NOT AN EXPENSE 



"French Slate'' Copper Shingles 




Size 10 X 14 inches 

A roof of "FRENCH 
SLATE" copper shingles will 
lend charm and dignity to any 
dwelling. 

The design was modelled by 
our artist after a careful study of 
roofs in France and other Euro- 
pean countries. 

There is only one kind of a 
roof that will endure indefinitely 
and this one kind is copper 
which endurance with pleasing 
appearance makes our 
"FRENCH SLATE" Copper 
shingles a very popular roof 
covering. 

Our ornamental fixtures such 
as ridge and hip finish and finials 
harmonize very well with this 
pattern. 




A ROOF OF COPPER SHINGLES OR SPANISH TILE WILL LOWER THE COST OF INSURANCE. 



"Queen Anne'' Copper Shingles 




Size 10 X 14 inches — 

The chaste beauty of this de- 
sign makes the **Q U E E N 
ANNE" design shingle roof one 
of eye-catching charm. 

The embossing is deep and 
clean cut, producing, when laid, 
a very striking effect. 

This deep embossing also al- 
lows free circulation of the air, 
which is a great aid in keeping 
the roof cool in summer. 

An Edwards Copper shingle 
roof is the cheapest roof cover- 
ing — measuring the cost per 
vears of service. Replacements 
are never necessary for they 
cannot freeze nor crack and Avill 
outlast the building to which 
I hey are applied. 
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COPPER SHINGLES AND SPANISH TILE ARE ABSOLUTELY FIRE-PROOF. 



'' Rookzvood'" Copper Shincrlcs 




Size 10 X 14 inches — 

The "ROOKWOOD" is quite 
similar in design to the "Oueen 
Anne" Shingle and we recom- 
mend either pattern where orna- 
mentation or a finearchitectur.il 
effe( t is desired. 

The rf)of is an iin[)ortant dc 
terrninin^ factor in the beauty ot 
a home and therefore deserves 
every consideration, for an un- 
attr i< live roof on an otherwise 
fine h»okin^ house mars the en- 
tirr effect. 

( )n tin- other fiand, oftentimes, 
an attra( tivf rf)of i-. the m.ikinvj 
of some of our medium [)ii(fd 
hr)Ust's whose lines otherwise 
would he so [)lain as to become 
iiinriotonous to the eye. 

Our *'R(K)K\V( )()!)" shiuKlfs 
.ire very nun h in denicUid on 
f>uildinKS f)f the Colonial p«'ri(M| 
as they are in keeping with this 
order. 
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IT IS RECOMxMENDED THAT WITH SHINGLES AND SPANISH TILE OF COPPER, THE NECESSARY 
FIXTURES OR TRIMMINGS, SUCH AS RIDGE AND HIP COVERINGS, VALLEYS, GUTTERS 

AND CONDUCTOR PIPES ALSO BE OF COPPER. 



Roof Fixtures of Copper 



EDWARDS GABLE FIXLSH AND 
ROOF STARTER 

Made in 8 foot lengths. 



The shingles are inserted in 
the slot over the nailing 
flange, as shown, thus pro- 
tecting the nail heads from 
the weather. Makes a very 
neat ornamental finish for 
\'our roof. 




Fig. .^% 



EDWARDS PORCH FLASHLXG 
Made in 8 foot lengths. 



To be used as an end wall 
flashing only, not down the 
slope of the roof. 





Fig. 366 





^'IMPERLAL" RIDGE ROLL 
Made in 8 foot lengths. 

Applied before the last or upper course of shingles. 

Is made from one piece of 
metal, folded as shown, the 
shingles being inserted into 
the folds over the nailing 
flanges, thus protecting the 
Fig- 362 nail heads from the weather. 

"IMPERIAL" \ ALLEY 
Made in 8 foot lent^ths. 



In laying \alley, cut shingle 
to extend about J ^-inch o\er 
lock and bend it under. In 
starting from \alley, hold sev- 
eral shingles together and tack 
at top; with a straight edge, 
mark and cut where the\' over- 
lap the valley; with a pair of 
tongs vd^t^ and lock them lo the 
vallew 




Fig. Mil. 

UW OR RlDr;E ElXISff WITH 
FOLDED AIM^OX 

M.kIl' in S foot len-lh^. 



Fisi- -»-*" Fig. 423 

Sidr Wall Ma>hin.L; ^ i<ii»lr l-:n(l Ela^bijiL 

(.in 10 in. (,i,-t ^ i„. 

Made in S foot lengths. 



1 in: ] ixiALs snowx uelowwri: i or isi 




Fig. .?'J4 

W nil EK.ERi: .V)A lIll'OR R|J)(,K FJXISH 




Fig. 401 
Cable Finial 

Heit^ht y in. 
Width 5^ _» in. 
Depth 10 in. 



Fig. 402 

4-Hip Finial 

Height 9 in. 

W idth 9 in. 



Fig. 403 
Hip Starter 

Heijiht 4 in. 
Width 5' 2 in- 
Length 12 in. 



Fig. 404 
3- Way Finial 

2 kiddies 1 Hip 
Height 9 in. 
Width 12 in. 



Fig. 405 
3-Way Finial 

2 Hips. 1 Kidge 
Heij^ht 9 in. 
Width 12 in. 
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The Edwards Roof Gutters of Copper 

Made in 8 foot lengths. 





k(jo[ (iutter— Style A 



U-iiu li (.irt, 
20-irn h (.irt, 
24-iiKh (jirt, 



s-iiK h Head 
s-iru h liead 
s-inch licad 



Roof Gutter-Style B 

15-inch Girt, ^s-int^h Read 
2(>-inch Girt, 5s-inch Bead 
24-inch Girt, 58-inch Bead 



O - G or Box (flitters 





Si/f, 5 inches 
Si/e, 6 inches 
Si/e, 7 inches 
Si/e, H inclies 
Si/e, *> inciies 



Sl\!f 1) 
I>epth, .\ ' _> in( hes; Girt, 1 2 inches. 
Depth, 4 ' > in( hes; ( .irt, IS inc hi-s. 
Depth, 5 ' J inches; (.irt, \S inches. 
De|>th, 6 •'4 inches; (.irt, 21 in< hes. 
Depth, 8 inches; Girt, 24 inches. 







Stvlo t - 



Style F 

Size, 4 ' ■> inihes; Depth, 3^ 4 inches; Ciirt, 12 inches. 
Size, 5* ..inches; Depth, 4^4 inches; ( iirt, 15 inches. 
Size, 6' J inches; Depth, 5* 4 inches; (.irt, lMin< hes. 
Size, 7 ' -finches; Depth, 6*4 inches; (iirt, 2 1 inches. 
Size, 8} J inches; Depth, 7^4 inches; Girt, 24 inchesi. 



Style G 
Size, 4*4 inches; Depth, 3' j inches; Girt, 12 inches. 
Size, 6 inches; Depth, 4.* j inches; Girt, 15 inches. 
Size, 7*4 inches: Drpfh, 5Ji inches; c;irt, 18 inches. 
Size, 8 ' 2 im r 6^j inches; Girt, 21 inches. 

Size,0?4inil . 7)^ inches: Girt, 24 inches. 



Conibinatioii Root (jiitrcrs 



Fi6. 1 



Fit*. 2. 




Tiif iiiii'«i r.iinMin ii|i(m«»iir !iinjw a nrop ^'iirr.T .iH'i <'i>rnice Com- 
bined, the most ornamental and effective production ever offered. 

We also m.» 
same effect. I 
same. 



rer in one piece, pr>H 
if 1 or 2-piece gutter 



tly the 
Prices 



Fi^. 1 >hi>\\s face moulding to which gutter is to be attached. 

Fig. 2 shows face mouUling and gutter lockevl together and in 
position. 

Fi^. 3 shows different jxjsitions of gutter apn^n r.. .^ive t he ret^uired 
fall. ^ 



EXPL\N\II«*N f)t M/.KS. 

:i. girt; face apron, 1 '4-in. ; drpfh 2^, in ; gutter apron, 

itvin. girt; face apron, l*4-in.; -! ; gutter apron, ^^4-1? 

24- in. girt ; face apron, 3 •in.;<l 1 ; gutter apron 10 -u 

28-in. girt; face apron. 5 -in.; depth J .-in. ; gutter apron, 12 -i- 

To give the re«)uire«l fall, draw the gutter apron up the root. x» 
shown in sectiooal view (Fif . 3). 
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Round Corrugated Conductor Pipe of Copper 




Due to the corrugations in this pipe it is very strong and one need not 
fear bursting, for even if it be frozen solid the corrugations will not permit 
of it bursting. Furnished in 2, 3, 4 ,5 and 6-inch diameter. 

Flat Crimp Round Corrugated Elbows and Shoes 



No. 

30 deg. 



No. 1 
45 deg. 



No. 2 

60 deg. 



No. 3 

75 deg. 



Shoe 



No. 4 

90 deg. 

The corrugations run parallel the entire length and make the curves in unison with the pipe. 

Furnished same diameter as pipe. 



Square Corrugated Conductor Pipe 



Made in 8 foot lengths. 




Has the s.ime expansion and contraction features as the round pipe 
but much more attractive in appearance. Furnished in sizes as follows: 



l'^4"x234'', capacity equal to 2" round pipe. 

2''4"^^H"f capacity equal to 3'' round pipe. 

2%"x4^'\ capacity equal to 4" round pipe. 

3j/^"x5", capacity equal to 5" round pipe. 

Flat Crimp Square Corrugated Elbows and Shoes 



Style A 



Note in illustra- 
tion opposite how 
by combination of 
st\les A and B, a 
square conductor 
can be made to 
turn the corner of 
a building as readi- 
1\* as the round 
conductor pipe. 



9* J J 



No. 2 No. ,i 

Stvle B. 



Shoe 





No. I 



No. 2 



No. 3 



Shoe 
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Spanish Tile of Copper 




just glance at the aiH>\i' picture aiul see if you do not aj^rec that it would he 
exreedini;!}' diftirult, if not. indeed, inipossihle, to construct a more heautiful, more 
artistic roof than this. Notice how sharply the moulding of each indi\ idual tile 
is defiiu'd miuI how harnioniousK' the entire roof hlends with the general outlines 
of the huildin-. 

The hi^lor\ of the Spani^Ii Tile is an interestini^ one. Centuries ago when 
the Moor> were (hixen out of Spain the\ left l)ehind them the art of making heau- 
tiful iarllunwari' rootin,; tiles that lend such charm tr. tn inv ..f tli.. .n. ;..nf LimLI. 
in-^ -till -landin- in that historic countr>'. 

Thou-^and- ui piople ha\ e admired these decorative, harmonfous earthenware 
Spani>h Tiles, and w i>hed to ha\ e their rfK)fs similarly ccnered, hut on account 
of their exiik'nt di-adxanta-es have chosen a more practicahle, thouw:h Kss Inau- 
tiful. >t\ le of roof. 

riu Ir ^reat wei-ht. liahility to hreakage and displacement, with consequent 
Kaka-e. and tlu ir lii^h lost have kept them from common use. 

We ha\e prinUked in COPF*ER an exact reproduction of these heautiful 
Spani-h files and can furnish them at much less cost than the earthenware tiles. 
This enables \ ou to enjoy all the heauty, ornament and advanta 
d iii-er and disad\-antav:e<. and ..r .1 -.rrikiivjK- low cost. 
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IN OUR SPANISH TILES OF COPPER THE BEAUTIFYING POWERS OF THE MOORS HAVE BECOME 
THE PROPERTY OF THE PRACTICAL TWENTIETH CENTURY. 



Each piece of Tile, as well as every fixture, is an exact piece of workmanship 
and absolutely perfect, so that the application of a SPANISH TILE ROOF 
OF COPPER is very simple, and, when completed, positively watertight. 




Fig. ib7 Fig. 369 Fig. 399 Fig. 400 

Metal Spanish Tile for main Metal Spanish Tile Starter Metal Spanish Tile Side Wall Metal Spanish Tile Gable 

part of roof. or Eave Tile, with closed Flashing. Starter, 

end for edge of roof at 
gutter. 




Fig 409 

Metal Spanish Tile 

Ridge flashing, nailed to 2x4 on ridge. Ridge finish 
(Fig. 414), fastened to flashing with cleats, 28 inches long. 




Fig. 414 
Metal Spanish Tile 

Hip or ridge finish. Height, 6 inches; width, 7 
inches; length, 28 inches. 

When used as hip finish, hip flashings, I'lgs. 424 
and 425 must be use<J. 

When used as ridge finish. Fig. 409 must he use<l. 




Fig. 424 Fig. 425 

Metal Spanish Tile Metal Spanish Tile 

Hip flashing, right. Hip flashing, left. 

Girt, 7 inches, length, 16' _» in. Girt, 7 inches; length, 16? 2 in. 

NOTE — Hip flashing nailed to 2 x 4 on hips. Hip or ridge 
finish. Fij:. 414, fastene<l to flashing with cleats. 




Method of Applying Ridge Flashing, Fig. 409, and 
Ridge Finish, Fig. 414. 
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Fig. 381 
"PERFECT^ VALLEY 

For Tile Roofs 
The particular advantage in 
using this style valley is that 
the bead acts as a gutter for any 
water that might possibly back 
up under the tile and carries off 
same into gutter at eaves, 
thereby insuring you a perfect 
watertight roof. This is why 
we call it the "Perfect" Valley. 




Method of Locking Valley Tile 

into Valley. 

Valleys as a rule are difficult to cut, but 
by using our right and left valley tile, and 
cutting along dotted line (see illustration) 
and bending tile into the lock of our "Perfect" 
Valley, this difficulty is done away with. 



Fig. 416 
Metal Snanish Tile 
Valley Tile— Right 



Fig. 417 

Metal Spanish Tile 

Valley Tile— Left 

Cut along dotted lines 




Fig. 318 

Metal Spanish Tile 

Gable Finial. 

Height, 17 in.; Width, 10 in. 
Length, 15 in. 



Fig. 322 

Metal Spanish Tile 

4-Hip Finial. 

Height, 17 in.; Width, 17 in. 



Fig. 332 

Metal Spanish Tile 

3-Way Finial 

2 Ridge, 1 Hip 

Height, 17 in.; Width, 17 in. 



Fig. 397 
Metal Spanish Tile 
3-\Vav Finial 
2 Hips, 1 Ridge 

Height, 17 in.; Width, 17 
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Fig. 430. Mansard Flashing. 



Fig. 398 

Metal Spanish Tile 

Hip Starter. 

Height. 8 in.; Width, 7 
Length, 18 in. 



Fig. 379 
End Wall, Porch or Deck Flashing. 



I i ^fe*. 
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Directions for Applying Spanish Tile of Copper 

Line roof up and down and crosswise as shown above, keeping perpendicular lines at right angles 
with eave line. 

Commence starting course at extreme left of roof, keeping bottom of tile true to eave line and 
true to perpendicular lines. 

Do not let tile project over eaves. Lay 
next course lapping over first course, just enough 
to cover storm ribs on upper part of tile. 

Put 2x4 strips on hips and ridge and 
cut tiles to butt up against 2x4. 
Then apply the hip or ridge flashing 
to which the hip and ridge tile are 
fastened with cleats. In working 
valleys, see that closed ends are 
kept in line, then lock your field 
tile to valley tile; 
that is, in starting. 

In finishing, lock 
your valley tile to the 
field tile, watching to 
keep closed ends in 
line. 









^1 




Detroit Copper & Brass Rolling Mills 
Detroit, Michigan 



The Edwards Manufacturing Co. 

Cincinnati, Ohio 



NEW YORK OFFICE 
81-83 Fulton St. 



BRANCH OFFICE & WAREHOUSE 

N- E. Cor. Market & Collins Sts., 

Dallas, Texas 
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